DOCKETED ITEMS       91

-9106180050 Notice of violation from insp on 910422-26.Violation noted: containment
sump inventory channel not calibr from 880428- 910426.

*  Region 5 (Post 820201). 91/05/30. 1p. 58120:119-58120:119.

-9106180054   Insp   rept   50-344/91-13   on   910422-26.Violation   noted.Major   areas
inspected:liquid radwaste sys & gaseous radwaste sys, including reactor coolant leak
detection,spent fuel pool sys.ventilation sys & radiological effluent monitoring sys.
CARSON.LC., YUHAS.G.P. Region 5  (Post 820201). 91/05/30.  13pp.  58120-120-
58120:132.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106050218 Forwards Amend 16 to Trojan Nuclear Plant FSAR to correct errors noted
in Insp Rept 50-344/91-02.

CROSS.J.E. Portland General Electric Co. 91/05/31. Document Control Branch (Doc-
ument Control Desk). 4pp. 58011:245-58013:358.

-9106050224 Amend 16 to Trojan Nuclear Plant FSAR,correcting errors noted in Insp
Rept 50-344/91-02.

*  Portland General Electric Co. 91/05/31. 1,400pp. 58011:249-58013:358.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106280125 Responds to NRC 910503 Itr re violations noted in insp rept 50-344/91-
11 .Corrective actions:Rev to TPP 14-11, "ALARA Work Plan Procedure & Design
ALARA Reviews," written to include radiation protection survey & walkdown,
CROSS.J.E. Portland General Electric Co. 91/06/03. Document Control Branch (Doc-
ument Control Desk). 5pp. 58272:109-58272:113.

9106110168 Ack receipt of 910515 Itr informing NRC of corrective actions in response
to violations noted in Insp Rept 50-344/91-01.

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/06/05. CROSS.J.E. Portland General
Electric Co. pp. 58096:055-58096:070.

9106240063 Notification of significant licensee meeting on 910626 at plant site to dis-
cuss SALP & to review current plant issues.

ZIMMERMAN,R.P. Region 5 (Post 820201). 91/06/07. Region 3 (Post 820201). 3pp.
58185:180-58185:182.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSl.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106260106 Forwards insp rept 50-344/91-15 on 910506-24 & notice of violation.
SCARANO.R.A. Region 5 (Post 820201). 91/06/11. CROSS.J.E. Portland General
Electric Co. 3pp. 58205:063-58205:082.

-9106260113 Notice of violation from insp on 910506-24.Violation noted:failure to pro-
vide locked door to prevent unauthorized entry to bioshield areas w/1051 & 45' levels
of containment.

*  Region 5 (Post 820201). 91/06/11. 2pp. 58205:066-58205:067.

-9106260115 Insp rept 50-344/91-15 on 910506-24.Violations noted.Major areas
inspected:followup items.radiation protection organization & occupational exposure
during outages.

COBLENTZ.LL, CILLIS.M., YUHAS.G.P. Region 5 (Post 820201). 91/06/11. 15pp.
58205:068-58205:082.

R. Periodic operating reports & related correspondence

9106250095 Monthly operating rept for May 1991 for Trojan Nuclear Plant.W/910617 Itr.
ULMER.J.F., ROBINSON.W.R. Portland General Electric Co. 91/05/31. 8pp.
58221:050-58221:057.

S. Reportable occurrences, LERs & related correspondence

9106050261 Special reptbeginning on 910420,portions of seismic monitoring sys re-
moved from svc to support refueling maint activities & to perform channel calibrs on
monitoring instrumentation.Work expected to be completed by 910607,
ROBINSON.W.R. Portland General Electric Co. 91 /05/30. Document Control Branch
(Document Control Desk). 1p. 58003:353-58003:353.

9106140173 LER 91-011-00:on 910510,potential degradation of electrical penetration
assembly module seal discovered.Caused by seal matl inappropriate for selected
application.Replacement of EPA seeks w/more durable seals.W/910610 Itr.
MEARNS.J.D.,   ROBINSON.W.R.   Portland   General   Electric   Co.   91/06/10.   8pp.
58178:034-58178:041.

9106190292 LER 91-012-00:on 910513,'isolation of control room normal ventilation sys
occurred.Caused by inadequate operating procedures.Procedure changed.W/910607
Itr.

WILLIAMS.WJ.,  ROBINSON.W.R.   Portland  General  Electric  Co.   91/06/12.  7pp.
58198:249-58198:255.

9106190288 LER 91-019-00:on 910408,special rept not submitted when meteorological
monitoring instrument was inoperable for greater than seven days due to inadequate
operabillty determination.W/910614 Itr.

FORD.EW.,    ROBINSON.W.R.   Portland   General   Electric   Co.    91/06/15.   5pp.
58198:244-58198:248.

9106260377 LER 91-009-01 :on 910315,solenoid valves lacked sufficient documentation
to demonstrate operability for low-temp svc conditions.Caused by design
weaknesses.Corrective action to be completed prior to onset of cold weather.W/
910621 Itr.

STEPHENSON.CJ., ROBINSON.W.R. Portland General Electric Co. 91/06/21, 6pp,
58256:050-58256:055.

9106270260 Final Part 21 Rept 91-02 re electrical penetration assembly module seals
made of polyurethane & rnfg by Parker Packing. Potyurethane matl may degrade in
use as containment pressure boundary seal.Polyurethane seals will be replaced.
CROSS.J.E. Portland General Electric Co. 91/06/24. MARTIN.J.B. Region 5 (Post
820201). 4pp. 58254:353-58254:356.

9106270264 Special repton 910520,penetration fire barrier rendered nonfunctionaf to
facilitate nearby fire dampers.Seai nonfunctional for greater than seven days.Action
statement of Tech Specs 3.7.9 implemented.

ROBINSON.W.R. Portland General Electric Co. 91/06/24. Document Control Branch
(Document Control Desk). 2pp. 58250:092-58250:093.

9106280176 LER 91-021-00:qn 910524,inadequate analysis of shutdown methodology
occurred resulting in potential inability to depressurize & cool down plantCaused by
failure to perform adequate analysis.Training provided.W/910624 Itr.
BOHLANDER.K.L, ROBINSON.W.R. Portland General Electric Co. 91/06/24. 11pp.
58297:348-58297:358.
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F. Security, medical, emergency & fire protection plans

9106110204 Rev 5 to EPIP HS-EP-02010, "Emergency Mgt."
GORDON.DJ., MYERS.TJ.. STORZ.LF. Toledo Edisc
58123:250-58123:286.

lison   Co.   91/05/07.   37pp.

9106030104 Notification of 910531 meeting w/util in Rockville.MD to discuss removal of
detailed fire protection requirements from Tech Specs.

HOPKINS.J.B. Project Directorate III-3. 91/05/21. HANNON.J.N. Project Directorate
III-3. 3pp. 57887:242-57887:244.

9106070002 Forwards FEMA 910418 Itr transmitting "Exercise Rept Davis-Besse Nucle-
ar Power Plant Toledo Edison Co Joint Exercise." Offsite radiological emergency re-
sponse plans adequate.

GREGER.LR. Region 3 (Post 820201). 91/05/30. SHELTON.D. Toledo Edison Co.
SHELTON.D. Centerior Energy. 1p. 58016:184-58016:279.

-9105080190 Forwards final exercise rept for 890808-09 exercise of offsite radiological
emergency response plans for plant.No deficiencies noted.Seven areas requiring cor-
rective action identified.

KWIATKOWSKI.p. Federal Emergency Management Agency. 91/04/18. CONGEL.F.J.
Division of Radiation Protection & Emergency Preparedness (Post 870411). 1p.
58016:185-58016:185.

-9105080273 Final "Exercise Rept Davis-Besse Nuclear Power Plant Toledo Edison Co
Joint Exercise" on 890808-09.
* Federal Emergency Management Agency. 91/03/08. 94pp. 58016:186-58016:279.

9106100082 Recognizes efforts of listed individuals for assistance throughout emergen-
cy response data sys implementation at facility.

JORDAN.E.L Office for Analysis & Evaluation of Operational Data, Director. 91/06/
05. SHELTON.D.C. Toledo Edison Co. 2pp. 58011:130-58011:131.

9106190205 Forwards Rev 10 to industrial security plan App A.per 10CFR50.54(p).W/o
encl.

SHELTON.D.C. Centerior Energy. 91/06/12. Document Control Branch (Document
Control Desk). 1p. 58177:330-58177:330.

9106250163 Forwards routine safety insp 50-346/91-09 on 910423-0612.No violations
noted.

KNOP.R.C. Region 3 (Post 820201). 91/06/18. SHELTON.D. Centerior Energy. 2pp.
58211:041-58211:053.

-9106250165 Insp rept 50-346/91-09 on 910423-0612,No violations noted. Major areas
inspected:LER        followup.plant        operations,        radiological        controls.maint/
surveillance.emergency preparedness.security & engineering.
JACKIW.I.N. Region 3 (Post 820201). 91/06/18. 11pp. 58211:043-58211:053.

G. Adjudicator/ correspondence

9106250081 Forwards request for hearings submitted by Ohio Edison Co, Cleveland
Electric Illuminating Co & Toledo Edison Co, petition to intervene submitted by Ala-
bama Electric Cooperative.lnc & opposition to hearing.

CHILK.SJ. Office of the Secretary of the Commission. #291 11833. 91/06/07.
COTTER.B.P. Atomic Safety and Licensing Board Panel, 1p. 58197:091-58197:122.

-9106250102 Request for hearing re denial of application to amend Perry operating li-
cense to suspend antitrust conditions insofar as conditions apply to Ohio Edison Co.*
W/Certificate of Svc.

CHARNOFF.G. Ohio Edison Co. CHARNOFF.G. Shaw, Pittman, Potts & Trowbridge.
91/05/31. Commissioners (Post 750119). 4pp. 58197:092-58197:095.

-9106250108 Request for hearing re denial of application to amend Perry & Davis-
Besse operating licenses to suspend antitrust conditions insofar as conditions apply to
Cleveland Electric Illuminating Co & Toledo Edison Co.* W/Certificate of Svc.
MURPHY.J.P. Ohio Edison Co. MURPHY.J.P. Cleveland Electric Illuminating Co.
MURPHY.J.P. Squire, Sanders & Dempsey. 91/05/31. Commissioners (Post 750119).
8pp. 58197:096-58197:103.

-9106250114 Petition of Alabama Electric CooperativeJnc for leave to intervene,* Util
requests intervention in further proceedings on applications of Ohio Edison & other
applicants.W/Certificate of Svc.

MACGUINEAS.D.B., BOSKEY.B. Alabama Electric Cooperative, Inc.
MACGUINEAS.D.B. Volpe, Boskey & Lyons. 91/05/30. Commissioners (Post 750119).
6pp. 58197:104-58197:109,

-9106250120 Opposition of city of Cleveland.Ohio to hearing re denial of applications to
suspend anti-trust license conditions & petition to intervene in event hearing request-
ed & granted,* W/Certificate of Svc.

GOLDBERG.R., STROTHER.C.D. Cleveland, OH. GOLDBERG,R. Goldberg, Fieldman
& Letham, P.O. 91/05/31. Commissioners (Post 750119). 13pp. 58197:110-
58197:122.ed     by     incorrect     installation     of
